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SYDNEY 


CROWN 


6- Id A 


BY CROWN CRYSTAL GLASS CO. LTD 


Index and General Information 

Standard Colours available are : — 

Tango, Amber, Pink, Blue, Green, Coffee, Smoke, Red, Brown, Honey, Lemon, Ivory and Apricot. 

If colourings are required other than those specified above. Prices on Application. 

All fittings are quoted without Electric Lamps. 

All Composite fittings are supplied wired complete with Lamp Holders but without wooden ceiling blocks. 
Prices for Metal Finishes other than those Illustrated on Application. 

Commercial and Domestic Lighting 


Cat. No. 

Description. 


Page 

Cat. No. 

Description. 

Page 

106 to 

1 16 

Plain Balls 


83 

5210 to 

5212 

Gothic Units 

66 

206 to 

212 

Ribbed Balls 


83 

5314 


Semi Indirect Bowls 

45 

308 to 

316 

Advertising Globes 


64 

5414 



52 

400 


Fancy Shades 


54 

5514 



45 

401 




54 

5614 



45 

402 




54 

5714 



45 

403 anc 

404 



54 

5814 



45 

405 




54 

5914 



47 

507 


Fancy Ball 


55 

6014 



47 

700 


Shade 


54 

6108 


Antique Lanterns Glass 

47 

701 to 

703 

Fancy Shade 


59 

6216 


Semi Indirect Bowls 

9, 47 

706 




54 

6310 to 

6314 

Enclosed Units 

73 

707 to 

711 

Bell Shade 


.. 55,81 

6414 



67 

800 


Pine 


55 

6512 


Enclosed Units and Bowls 

53 

806 to 

B08 

Bead Top 


54 

6608 


Shade 

53 

809 




59 

6708 


Acorn 

53 

900 to 

908 

Ribbed Shades 


.. 55,81 

6805 


Flambeau 

58 

1008 to 

1016 

Hemispheres 


81 

6912 to 

6914 

Semi Indirect Bowls 

53 

1112 to 

1 1 16 

Enclosed Units 


71 

7012 to 

7016 


42 

1210 




83 

7212 


Enclosed Units 

77 

1309 


Acorn 


. . 55, 62 

7312 



73 

1414 to 

1416 

Enclosed Units 


72 

7404 


Scoop Shade 

82 

1514 to 

1516 



70 

7512 


Lunalite Unit 

83 

1605 


Bathroom Shade . . 


82 

7612 to 

7614 

Semi Indirect Bowls 

41 

1609 


Bathroom Unit 


83 

7706 to 

7708 

Acorns 

58 

1708 to 

1716 

Enclosed Units 


. . 61,69 

7806 


Bathroom Bracket 

82 

1810 to 

1812 

Semi Indirect Bowls 


60 

7908 


Shade 

58 

1910 to 

1912 



.. 57,61 

8008 



58 

2010 to 

2012 



60 

8108 



58 

21 10 to 

21 16 

Enclosed Units 


68 

81 14 


Semi Indirect Bowl 

40 

2208 


Acorn 


.. 56,62 

8214 



18 

2309 




55 

8312 



18 

2410 




60 

8416 



38,41 

2510 




.. 56,62 

8512 



41 

2706 to 

2708 



57 

8714 


Enclosed Unit 

73 

2806 to 

2808 

Acorns 


.. 57,62 

8806 


Cast Glass Wall Bracket 

6 

2914 


Semi Indirect Bowl 


43 

9014 


Semi Indirect Bowl 

38,41 

3012 to 

3014 



.. 57,62 

91 14 



1 1 

3112 to 

3114 



57 

9214 


Cast Glass Semi Indirect Bowl . . 

39 

3206 


Acorns 


56 

9314 



1 1 

3316 


Bowls and Units 


65 

9412 


Semi Indirect Bowl 

41 

3404 to 

3414 

Bowls Acorns Shades 


.. 54.60 

9512 


Cast Glass Semi Indirect Bowl. . 

39 

3514 


Bowls 


43 

9614 


Semi Indirect Bowls 

40 

3608 to 

3614 

Units Acorns Shades 

and 

Jowls 51 

9714 



40 

3708 to 

3714 

Acorns and Bowls 


50 

9814 


Semi Ind.rect Bowl 

40 

3808 to 

3814 



50 

9914 



40 

3908 to 

3914 



49 

10214 


Cast Glass Semi Indirect Bowls 

39 

41 10 


Ceiling Fitting 


48 

10314 


Semi Indirect Bowls 

41 

4210 to 

4212 

Pines 


49 

10408 to 10410 

Units with removable prismatic 


4310 to 

4312 

Ribbed Hemispheres 


81 



flint base 

78 

4408 


Acorns 


59 

10514 


Units with removable prismatic 


4507 to 

4514 

Units Acorns Shades 

and 

Jowls 46 



flint base 

78 

4608 to 

4614 

Acorns and Bowls 


48 

10614 


Cast Glass Semi Indirect Bowl.. 

39 

4712 to 

4714 

Semi Indirect Bowls 


44 

10714 



39 

4815 




.. 38,48 

10814 



39 

4912 to 

4916 

Enclosed Units 


74 

10912 


Unit with removable prismatic 


5012 to 

5016 



.. 52,74 



flint base 

78 

51 12 to 

51 16 



74 

1 1008 


Modern Unit 

78 


Prices shown are subject to alteration without notice. 
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Index and General Information— continued 



Composite Metal and 

Glass 

Cat. 

vlo. 

Description. 

Page 

Ml 


Suspension 

20 

M2 



20 

M3 



20 

M4 


Wall Bracket 

21 

M4A 

and M4B 

Hall Fitting 

14 

M5 


Wall Bracket 

21 

M6 



21 

M7 


Suspension 

20 

M8 



.. 14,20 

M9 



21 

MIO 



19 

Mil 


Shell Bracket 

19 

M 12 


Suspension 

.. 12,22 

M 1 3 



19 

M 1 4 


Bracket 

22 

M 1 5 


Suspension 

22 

M 18 


Dutch Lantern 

14 

M 19 

6* to M 19 

x 14" Spherical Fitting 

. . 82. 86 

M20 


Suspension 

7 

M20A 

Bracket 

25 

M2I 


Spherical Wall Bracket . . 
“Saturnus ” Suspension . . 

25 

M22 


16 

M23 


Cylindrical Wall Bracket 

25 

M24 


Cylindrical Suspension . . 

16 

M25 


Suspension 

16 

M26 


3 Concave Disc Suspension 

. . 11,15 

M27 


2 Concave Disc Suspension 

12 

M29 


3 Cylinder Suspension . . 

16 

M30 


3 Cube Suspension 

76 

M3 1 


Antique Lantern 

.. 11,24 

M32 


Colonial Lantern 

24 

M33 


Colonial Bracket 

24 

M34 


Colonial Suspension 

24 

M35 


Antique Wall Bracket . . 

.. 10.24 

M36 


Wall Bracket 

.. 10,36 

M37 


2 Light Hall Fitting 

.. 10.36 

M38 


3 Light Suspension 

.. 10,36 

M39 


. . 9, 36 

Table 

T.L. 

1 

Glass with Celastoid Shade 

30 

T.L. 

2 


30 

T.L. 

4 x 8" 


.. 26,37 

T.L 

14x6" and 

T.L. 14 x 8" Metal and Glass 

27 

T.L. 

I4A x 8" 

“ Saturnus ” 

13 

T.L. 

18 

Metal and Glass 

27 

T.L. 

19 x 6" 

Cube 

37 

T.L. 

20 

Metal and Celastoid 

30 

T.L. 

23A 

Glass and Metal 

28 

T.L. 

23 B 


27 

T.L. 

25 


27 

T.L. 

28 

Metal and Celastoid 

26 


Cat. No. 

M4I 

M42 

M43 

M44 

M45 

M47 

M48 

M49 

M50 

M5I 

M53 

M54 

M55 

M56 

M56 

M57 

M58 

M59 

M60 

M6I 

M62 

M65 

M67 

M68 

M69 

M70 

M7I 

M74 

M76 

M78 

M80 

M86 

M87 

M88 

M4006 

M47I4 

M58I4 


T.L. 29 
T.L. 30 
T.L. 31 


T.L. 

T.L 

T.L. 

T.L 

T.L 

T.L. 

T.L. 


Description. 

Cast Glass Suspension . . 
Cast Glass Bracket 

5 Light Suspension 

4 

Wall Bracket 

1 Light Cube Suspension 

2 

I Light Cube Ceiling Fitting 
3 Shell Suspension 
Pagoda Lantern 
Bracket 

3 Light Suspension 

6 

Bracket 

Suspension 


Tudor 5 Light Suspension 
Tudor Bracket 
Suspension 
Assembly 
Bracket 
Lantern 
Bracket 
Lantern 
4 Light Pendant . . 

4 

Bracket 

3 Light Tudor Suspension 

Bracket 

Lantern 

I Light Bracket 
3 Light Suspension 

5 

Cube Lantern 
Bowl Suspension 


Colonial 

Adjustable Desk Lamp 

Metal and Celastoid 

Cylindrical 

Crescent 

Glass and Metal 


Glass and Celastoid 
Glass and Parchment 
Grimwade Cut Crystal Table Lamps 
Kristellite Pressed Glass Table Lamp 


Page 

13 

13 
15 

15 
10, 25 

76 

76 

76 

14 
23 

6 

6 

6 

7 

9 

7 

8 
8 
8 

16 

15 
17 
23 
23 
23 
17 
17 
23 
34 

17 
23 

18 
18 
18 

42, 82 
42 
42 


28 

27 
26 
12 
13 

28 
28 
28 
37 
37 

29 

30 


Miscellaneous 


“ Austray ” Silvered Glass Shop Window Lighting 
Reflectors 

Monogram House Units 
Well and Oyster Glass 
Conical Opal Shades 
“ Heatx ” Floodlight Lenses 
Leclanche Jars 


Grave and Ceramic Coloured Panels for Signs, 





80 

80 

80 

Valances 

Metal Fitting Price List and Illustrations. . 
Bridge Lamps and Floor Standards 

Modern Chrome and Glass Tables 

79 

84. 85, 86 
31 

.. 32,35 




80 

Dinner and Drink Waggons 

33 




80 

Smokers’ Stands 

34 


Prices shown are subject to alteration without notice. 
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SYDNEY 


CROWN 


(B- Is A. 


BY CROWN CRYSTAL GLASS CO. LTD. - 




M53. 

Single Light Bracket. 
Length, I0|in. 
Projection, Sin. 
Width, 5in. 
PRICE, Complete, 
£1/7/6. 


Catalogue No. 8806. 
Bracket All Glass. 
Length, 5fin. 
Projection, 7in. 

Width, 6£in. 
PRICE : £1/15/-. 


M54. 3 Light. 

Diam., I7in. 

Length, including centre piece, I9in. 
PRICE, Complete, £3 12/6. 


M55. 6 Light. 

Diam., 20in. 
Length, including 
centre piece, 22in. 
PRICE, Complete, 
£4 17/6. 
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CROWM 



BY CROWN CRYSTAL GLASS CO. LTD. - - - SYDNEY 




M57. I Light Suspension. 
Length Overall, 36in. 
Diam., 8£in. 

PRICE, Complete, £3/5/-. 
Chrome Plated. 


M20. 5 Light Assembly. 

Diam., 24in. Length Overall, 36in. 
Price Complete, £8/8/-, C.P. 


M56. I Light Bracket. 

Length, 8£in. ; Projection, 8in. ; Lantern Size, 
6£in. x 6in. 

PRICE, Complete, £2/12/6, Chrome Plated. 
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CROWN 



BY CROWN CRYSTAL GLASS CO. LTD. - - SYDNEY 




MODERN 

LIGHTING 


M59. 5 Light. 

I8in. ; Length Overall, 22in 
including centre piece. 

Price Complete, £4 12 6. 


Diam 


M53. Standard. 
Length Overall, 36in. ; Diam. 


Right ► 

M60. I Light Bracket. 
Length, 1 04 in. 
Projection, 4in. 
Width, 6£in. 

Price Complete, £15 -. 


PRICE, Complete, £4 15 -, Chrome Plated 


M58. Large. 

Length Overall, 36in. ; Diam 


PRICE, Complete 


£5 5- 


Chrome Plated 
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6- Is A S 

CO. LTD. - 


MODERN 

LIGHTING 


M56. I Light Suspension. 
Length Overall, 30in. 
Diam., 6£in. 

PRICE, Complete. £2, 8 6. 
Chrome Plated. 


Right y 

M39. 5 Light. 

Length, including Centre Piece, 
I8in. ; Diam., I7in. ; 

PRICE : £3 19/6. 


Catalogue No. 6216. 

Diam., I6in. ; Plain, 22/6 ; Satin, 24/9 ; Sprayed, 26 3 ; 
Decorated. 28 6. 
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MODERN LIGHTING 


4 Left 

M45. 2 Light Bracket 

Length, Min. ; Projection, 4in. ; Width 8in. 
PRICE Complete. £3/7/6, C.P. 

M45. I Light. 

Length, Min. ; Projection, 4in. 

PRICE Complete, £2/12/6, C.P. 


Right > 

M35. I Light Bracket. 
Length, I5£in. 

Projection, 9in. 

Lantern Size, 1 1 in. x 7in. 
PRICE, Complete, £2/2/6. 


M37. 2 Light. 

Length, including Centre Piece, I8in. 
Diam., I2in. ; PRICE : £2/7/6. 


M38. 3 Light. 

Length, including Centre Piece, I8in. ; 
Diam., I2in. ; PRICE : £2/19/6 


M36. I Light 
Bracket. 
Length, I0£in. 
Projection, 4fin. 
Width, 4£in. 
PRICE : 17/6. 
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SYDNEY 




M3I. Lantern. 
Lantern Size, 1 1 in. x 7in. 
Length, 36in. 

PRICE, Complete, £1/17 6. 

MAD 


Catalogue No. 9114. 

Diam., I4in. ; Plain, 22/6 ; Satin, 25/- ; Sprayed, 30/- 
Decorated, 35/-. 

AUSTRALIA 


M26. 3 Disc 3 Light. 
Diam., I6in. ; Length, 26in. 
PRICE : £4/17/6 C.P. £4/10/- F.B. 


CAST GLASS BOWL. 
Catalogue No. 9314. 
Diam., Kin. ; Satin 
Relieved, 37/6 
Decorated, 40/- 


Ask for 
“ Crown ” 


Metal Fittings 
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T.L. 32. 

Length Overall, I2£in. 

Width Base, 8in. Cylinder, 8in. x 3Lin. 
PRICE : £3 17 6 C.P, 


Ml 2. 5 Light. 
Diam., I7in. 
Length, 24in. 
PRICE, £8/10/-, N.P. 


Right ^ 

M27. 2 Disc. 3 Light. 

Diam., I5in. ; Length Overall, 25in. 
PRICE, Complete, £3/17/6, C.P. 

£3/12/6, F.B. 


Fused Ceramic Permanent Colours. 


( 
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SYDNEY 


e R 0 W N 



6- Is A 


BY CROWN CRYSTAL GLASS CO. LTD. 




< Left 

M26. 3 Light Discs. 
Diam., 1 5 i n . 
Length., 26in. 
PRICE: £4/17/6 C.P. 
£4/10/- F.B. 


Right ► 

M44. 4 Light. 

Diam., I4in. 

Length including centre 
piece, 1 9i n. 

PRICE : £4/10/-. 

Spanish Iron or Bronze Gold 
Finish. 


Bottom Left 

M62. 4 Light Assembly. 
Diam., 24in. 
Length 38in. 

PRICE : £9/17, 6 C.P. 


Bottom Right 
M43. 5 Light. 

Diam., I8in. 

Length including centre 
piece 20in. 

PRICE : £5 10/-. 

Spanish Iron or Bronze Gold 
Finish. 
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BY CROWN CRYSTAL GLASS CO. LTD 


SYDNEY 


MODERN LIGHTING 




M22. I Light Saturnus. 
Diam., I7in. 

Length, 36in. 

PRICE : £3/10/- C.P. o 

Matt Silver. 


Page Sixteen. 


4 Left 

M25. 3 Light. 
Diam., 21 in. 
Length, 36in. 
PRICE: £6/6/- C.P. 


Right y 
M24. 3 Light. 
Diam., 20in. 
Length, 36in. 
PRICE : £5/15/- C.P. 



M29. 3 Light. 
Diam., lOin. 
Length, 35in. 
PRICE : £6 6- C.P. 




M6I. 3 Light. 

Diam., I9in. 
Length, 36in. 
PRICE : £6/6/- C.P. 


r 
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€? R O W M 



§ I5 A S S 


BY CROWN CRYSTAL GLASS CO. LTD. - 





4 Left 

M78. I Light Bracket. 
Height, I4in. 
Projection, 6 A i n . 

Width, I2£in. 
PRICE : £2/17/6. 


Right y 

M70. 4 Light. 
Length Overall, 39in. 
Diam., 23in. 
PRICE : £6/7/6. 


4 Left 

M71 . 4 Light. 
Length Overall, 39in. 
Diam., 23in. 
PRICE : £6/7/6. 


Right y 

M65. 2 Light Bracket. 
Height, 1 3 Jin. 
Projection, 6£in. 

Width, 8A in. 

PRICE : C.P. £3/18/6. 


Above fixtures can be supplied in Standard Metal Finishes and relieved Satin or Coloured Decorations. 

MADE 
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r 





M86. I Light Bracket. 

Length, 9£in. Projection, 3£in. 

Width, 5£in. PRICE : £1/2/6. 

Metal finish supplied in Spanish 
Iron or Gold Bronze. 

See Metal Section f or Prices of “ Crown ” Aletal Fittings. 


M87. 3 Light. 

Length, including Centre Piece, 22§in. 
Diam., I4in. 

PRICE : £3/2/6. 

Metal finish supplied in Spanish 
Iron or Gold Bronze. 


Right ^ 

M88. 5 Light. 

Length, including 
Centre Piece, 22fin. 
Diam., I6fin. 
PRICE : £4/7/6. 

Metal finish sup- 
plied in Spanish Iron 
or Gold Bronze. 


Bottom Left 
Catalogue No. 8214. 
Diam., I4in. ; 
Opal, 12/9 ; 
Satin, 14 - ; 
Sprayed, 166; 
Decorated, 19 6. 


Bottom Right 
Catalogue No. 8312. 
Diam., I2in. ; 
Opal, 12 6 ; 
Satin, 13/9 ; 
Sprayed, 15/6 ; 
Decorated, 20 -. 
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M |0— True Art Moderne characteristics are introduced in this fixture. It is illuminated by three lamps placed be- 
tween the panels, which are treated in White or Colours by our Process of Reverse Etching. Round Panels 
may be supplied if preferred. Dimensions, Diameter, I8in. ; Height, I6in. PRICE, Flor Bronze, £4 4 -. 

Chrome Plated, £4/17/6. 

Ml 3— A Beautiful Fitting suitable for a very large room, hall or vestibule. Eight lamps are used for illumination 
producing a gorgeous effect, either in White or Colours. Dimensions, Height, 36in. Diameter, 28in. 

PRICE, £24/—/—. 


M 1 1 This Wall Bracket is most effective for decorative lighting. The glass may be Plain, Etched, or Beautifully 

Shaded in Colour. The Metal work is Cast Bronze. Dimensions, Height, Width, I3in. ; "/ejec- 

tion, 5in. 
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ART MODERNE LIGHTING FIXTURES 


The Glass in these Moderne Fixtures is treated by our own patent process in the latest colours and tints , the 
metal ware being finished in dull Bronze or Oxy. Silver to tone. All colours are guaranteed fadeless. 


Ml 

Diam., 22ins. 

Overall Length, 46ins. 
Price Complete, £5/5/- F.B. 
£5/15/- C.P. 

M2 

Diam., 1 4i ns. 

Overall Length, 48ins. 
Price Complete, £4 15 - F.B. 
£5/10 - C.P. 


M3 

Diam., I4ins. 

Round or Hex. Discs. 
Price Complete, £4/10/- F.B. 


M8 

Diam., I2ins. 
Overall Length, 36ins. 
Price Complete, £2/2/6 
£2/10/- C.P. 

M7 

Diam., 1 5i ns. 
Overall Length, 36ins. 
Price Complete, £4/10/- 
£5/5/- C.P. 
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SYDNEY 


CRO W N BgSf 6- t A § § 

BY CROWN CRYSTAL GLASS CO. LTD. - - - 

ART MODERNE LIGHTING FIXTURES 



M9 Square 

Maximum Diam., 20ins. 
Length, 48ins. 

Price Complete, £2 5- F.B. 

M9 Large 
Diam. 22ins. 

Price, £2/10/- F.B. 


M6 

Width, 7ins. Length, 9ins. 
Price, as illustrated 17/6 F.B. 

M9 Round 

Maximum Diam., 1 7i ns. 
Length, 48ins. 

Price Complete, £2/5 - F.B. 

M9 Large. 

Diam. 2 1 ins. 

Price, £2/10/-. 


M5 

Width, lOins. Length, Mins. 
Price, £1 17/6 F.B. 

M4 

Width, 7ins. Length, 9ins. 
Price, Coloured, £1/1 - F.B- 
Cut as illustrated, £1/5/- F.B. 


MADE IN AUSTRALIA 
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SYDNEY 


CROWM G 


BY CROWN CRYSTAL GLASS CO. 



Ml 2— This elegant Lighting Fixture embodies the latest in Moderne treatment of Ornamental Lighting. The Metal 
Work is Cast Bronze, finished in Florentine, and the Glass may be supplied either in Plain Colours or Decorated 
in White or Colours by our Patented Process of Reverse Etching. Dimensions, 36in. x I8in. PRICE, £8 10 - 

M 14— This Lantern is mounted on a solid Cast Bronze Bracket, the whole being finished in Oxydised and relieved. 
The Glass Panels may be either Plain White or Figured or Treated in Colours. Dimensions, Length, 20in. ; 
Projection, I3in. PRICE, £8/10/- 

MI5— Similar to MI4, but for suspension. Dimensions, Length, 42in. ; Max. Diam., I2in. PRICE, £7/17/6 
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M80. I Light. 

Lantern Size, ll£in. x 5|in. 
PRICE, £3/7/6. 

Complete with Canopy and Chain F.B. 


M68. Bracket. 
Length, I7in. 
Projection, lOAin. 
Lantern Size, I2in. x £ 
PRICE, £4/19/6. 


M5I. Pagoda. 
Lantern Size, lOin. x 7in. 
PRICE, 18 6. 
Ducoed Colours. 


M69. Lattice Lantern. 
Lantern Size, lOin. x 8 i i n . 
PRICE, complete with Canopy and 
Chain, F.B., £4/10/-. 


M67. I Light Lantern. 
Lantern Size, I2|in. x 7in. 
PRICE, F.B., £2/15 -. 
Complete with Canopy and Chain. 


M74. I Light Bracket. 
Length, I5in. 
Projection, Min. 
Lantern Size, 1 4.', in. x 7in. 
PRICE, F.B., £3/17/6. 
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SYDNEY 




COLONIAL AND ANTIQUE 
LANTERN AND BRACKET LIGHTING 


M3I. Hammered Lantern. 
Lantern Size, Min. x 7in. 
Length, 30in. 

PRICE, 37/6. 

F.B. or Hammered Steel. 


M35. Hammered Bracket. 
Length, I5£in. 
Projection, 9in. 
Lantern Size, Min. x 7in. 

PRICE, 42 6. 

F.B. or Hammered Steel. 


4 Left 


M34. I Light. 
Length, 36in. 

Lantern Size, I8in. x 8fin. 
Glass Diam., 4iin. 

PRICE, 47 6' 
Spanish Iron Finish. 


M32. Colonial Lantern. 
Lantern Size, I3iin. x 5in. 
Length, 30in. 

PRICE, F.B., 32/6. 


M33. 


Right ► 

Colonial Bracket. 


Length, 1 3^ in. 
Projection, 9Jin. 
Lantern Size, I3iin. x 5in. 
PRICE, 37/6', F.B. 
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CROWN SaP OR 

BY CROWN CRYSTAL GLASS CO. LTD. 


SYDNEY 


BRACKET LIGHTING 



M45. 2 Light Bracket. 
Length, Min. 

Projection, 4in. 

Max. Diam., 8in. 

PRICE C.P. £3/7/6. 

Or Single Light, C.P. £2 12 6. 


i /v: 


M20A. Bracket. 
Length, I I Lin. 
Projection, 9i in. 
Max. Diam., 4in. 
PRICE, N.P., £112 6. 


Ask for “ Crown ’ 
Metal Fittings 


HI 


M23. I Light Bracket. 
Length, ll£in. 
Projection, 5Jin. 

Max. Diam., 3£in. 

PRICE, Chrome Plated, £2 15 - 



M2I . Bracket. 

Length, lO.Vin. 

Projection, lOLin. 

Max. Diam., 6in. 

Pi\ICE, N.P., 35/-. C.P., 40/-. 


MADE 


AUSTRALIA 
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CROWN 



G Id A § S 


BY CROWN CRYSTAL GLASS CO. LTD. - - - SYDNEY 


M E TA L AND 
CELASTOI D 
TABLE LAMPS 


Ask for “Crown” 
Metal Fittings 



T.L. 4 x 8in. Glass Base Decorated Floral 
with Celastoid Shade. 

Height, I5in. ; Diam. Shade, I2in. ; Diam. 
Base, 8in.; PRICE, with Switch and Shade, 37 6. 



T.L.3I. With Pleated Celastoid Shade. 
Height, I2in. ; Diam. Shade, lOin. ; Diam. 
Base, 6in. ; PRICE, with Shade, 52 6. 



T.L. 28. Disc Type with Celastoid Shade. 
Height, I2in. ; Diam. Base, 6in. ; Diam. Shade, 
I2in. ; PRICE, with Switch and Shade, 59/6. 


MADE IN AUSTRALIA 


Page Twenty-six 


( 


c 


From the collections of Sydney Living Museums / Historic Houses Trust of NSW 





SYDNEY 



T.L. 18. Ball Type with Switch. 
Height, Min. ; Diam. Ball, 6in. ; 

Diam. Base, 6 A i n . 

PRICE : C.P., 45 N.P., 40 

Right ► 

T.L. 25. Crystal Bubble. 

Height, 9 .1 i n . ; Diam. Ball, 4in. ; Diam. 
Base, 7in. ; PRICE, with Switch, £4 4 -. 


T.L. 30. Adjustable Study 
Lamp Chrome Plated 
Reflector. 

Height, I3in. ; Diam. Base. 
6in. ; Diam. Shade, 5]in. 
PRICE, with C.P. 
Switch, 55 -. 
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T.L. 29. Colonial. 
Height, I5in. 

Diam. Base, 5£in. 
PRICE, Bronze Finish with 
Key Switch, 37/6. 


T.L. 35. 

Height, 9iin. ; Diam. Base, 
Diam. Cylinder, 6iin. 
PRICE, with Key Switch, "C.P., 


T.L. 37. 

Height, 1 1 Jin. ; Diam. Ball, 6in. ; 
Width Base, 5in. 

PRICE, with Switch, C.P., 66/-, N.P. 59 6 
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SYDNEY 


CROWN 


ORA 


BY CROWN CRYSTAL GLASS CO. LTD. - - - 




No. 57. I3in. Small Pear 
Shaped Table Lamps. 

Also available 
Medium. I8in. High. 
Large, I9in. High. 


Ask for 

* ‘ G ritmvade ” i oo % 
Australian Hand 
Cut Crystal 


Right \ 

No. 41. I8in. Medium 
Pear Shaped Table Lamp. 

Also available 
Large, I9in. High. 
Small, I3in. High. 


GRIMWADE 


Hand Made 
and 

Hand Cut 
Crystal Camps 


No. 73. Min. Small 
Conical Table Lamps. 


PRICES 

ON APPLICATION 


No. 72. lOin. All Glass 
Dressing Table Lamp. 
Also available in 6in. 
and 8in. size. 
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T.L.20. Stepped Disc. 

Height. I3in. ; Diam. Shade, I2in. ; 
Diam. Base, 7in. 

PRICE, N.P., with Switch and Celastoid Shade, 
47 6. 


4 Top Left 

Kristellite Lamp. 

Height, I4iin. ; Diam. Base, 5£in. ; 
Diam. Shade, 8in. ; PRICE, 25 -. 


4 Left 

T.L.2. Tall Waisted. 

Height, I6in. ; Diam. Shade, I2in. 
PRICE, with Switch and Parchment 
Shade, 25 6. 


Right y 

T.L. I. Waisted. 

Height, I4in. ; Diam. Shade, 9in. 
PRICE, with Switch and Parchment 
Shade, 20 
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CR0 W N 



& t A 


BY CROWN CRYSTAL GLASS CO. LTD 


BRIDGE AND FLOOR 
STAND LAMPS 


Below 

No. 6. Bridge Floor Lamp. 
Florentine Bronze Metal. 
Height, 60in. 

PRICE, 62/6. 

PRICE, with Shade, 72 ( 6. 



No. 9. Floor Stand. 
Chrome Plated Metal. 
Height, 72in. 

PRICE, complete with Cast Glass 
Bowl Shade. £8 15 -. 



No. 7. Ultra Moderne Bridge 
Floor Stand. 

Chrome Plated Metal with Jin. 
Glass Table Grave Design. 
Height, 60in. 

PRICE, £6 6 


Ask for “ Crown ’ 
Metal Fittings 
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Oval Table Chrome Plated with Jin. Glass Top. 
Height, 2IJin. 

Size of Top, 25;} in. x 1 9 Jin. 

PRICE, £12/12/-. 


All Glass Moderne Table Grave Design and 
Chrome Metal. 

Height, 20Jin. ; Diam. 24in. 

PRICE, £10 10/-. 


Combination Coffee and Smokers’ Stand. 
C.P. Metal with Jin. Glass Top and Ash Tray. 
Height, 24in. ; Diam., I7in. PRICE, £5/1 5 — . 
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CROWN G Id A S 

BY CROWN CRYSTAL GLASS CO. LTD 




SMOKERS’ STANDS 
AND LIGHTING FIXTURES 



i Left 

No. I Smokers' Stand Chrome 
Metal with Heavy Pressed 
Glass Ash Tray. 

Height, ?5in. : 

Diameter Top, 7Ain. 
PRICE, 35 - C.P. 


No. 3 Smokers’ Stand 
with Heavy Insert. 
Height, 27in. 


Right ^ 

No. 5 Smokers’ Stand with 
Heavy Insert. 

Height 27in. 




M76. 3 Light. 

Length, including Centre Piece, 21 ins. 
Diam., I9ins. 

PRICE : £3 7 6. 

Also supplied as 5 Light Fixture 
£4 12 6. 


Prices for Smokers' Stands 
Nos. 3 , 4 and 5 on application. 



No. 4 Smokers’ Stand with 
Heavy Insert. 

Height, 27ir,. 
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CROW N ftlA S S 

BY CROWN CRYSTAL GLASS CO. LTD. - - SYDNEY 


ULTRA MODERNE CHROME AND GLASS TABLES 


4 Leg Table with Jin. Glass Top Grave Design. 

I in. Chrome Plated Tube. 

Height, 23Jin. ; Diam. Top, 24in. PRICE, £1 I 10 - 


3 Leg Spiral Cylindrical Display Table. 
Variable Assembly. 

Height, 20fin. ; Diam., 24in. PRICE, £4 10 - 


3 Leg Table with Jin. Glass Top. 

I in. Bent Chrome Plated Tube. 

Height. 20Jin. ; Diam. Top, 24in. PRICE, £9 2 6. 


Cylindrical Table Grave Design. 

Height, 1 8! in. ; Diam. Top, 24in. 

PRICE. £7 5 -. 

These illustrate the modem trend in Coffee and 
Occasional Tables . 
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M38. 3 Light. 
Length, including Centre 
Piece, I8in. ; Diam., I2in. 
PRICE. £2/19/6. 


Right ^ 

M36. I Light Bracket. 
Length, 10-J-in. 
Projection, 4£in. 
Width. 4 .Jin. 

PRICE, 17 6. 


4 Left 

M39. 5 Light. 
Length, including Centre 
Piece, I8in. 

Diam., I7in. 

£3 19 6. 


M37. 2 Light. 
Length, including Centre 
Piece, I8in. ; Diam., I2in. 
PRICE. £2 7/6. 


The Design of these Fittings 
is in keeping with latest demand 
for modern lighting. Made up 
in a combination of Cast Glass 
and Metal they are obtainable 
in colourings which harmonise 
with any home. 


The Standard Metal Finishes 
are Gold Bronze or Spanish 
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CROWN G L> 

BY CROWN CRYSTAL GLASS CO. LTD 


TABLE AND 
READING LAMPS 


T.L. 38 x 9in. Heavy gravel 
Decoration Leaf. Height, Min. 
Diam. Shade, I3in. 

Diam. Base, 9in. 

PRICE, with Switch and Shade, 
£3/5 -. 


T.L. 39 x 4£in., with Pleated 
Parchment Shade. Height, 1 1 in. 
Diam. Base, 4iin. 

Diam. Shade, 1 1 in. 

PRICE, with Flex and Shade, 

8 / 6 . 


T.L. 38 x 9in. Heavy Gravel 
Decoration Foliage. Height, Min. 
Diam. Shade, Min. 

Diam. Base, 9in. 

PRICE, with Switch and Shade, 
£3/5/-. 


4 Left 

T.L. 4 x 8in. Iridescent with 
Fluted Celastoid Shade. 
Height, Min. 

Diam. Shade, I5in. 

Diam. Base, 8in. 

PRICE, with Switch and Shade, 
£3/5 -. 


Right ► 

T.L. 4 x 8in. Decorated Leaves. 
Height, I3in. 

Diam. of Shade, Min. 
Diam. of Base, 8in. 

PRICE, with Switch and Shade, 
£1 18 -. 


4 Left 

T.L. 4 x 8in. Decorated with 
Celastoid Shade. 

Height, Min. 

Diam. Shade, Min. 

Diam. Base, 8in. 

PRICE, with Switch and Shade, 
£1 18 -. 


Right y 


T.L. 19 x 6in. with Switch and 
Celastoid Shade. 

Height, Min. 

Diam. Shade, Min. 

Diam. Base, 6in. x 6in. 
PRICE, with Switch and Shade. 
£2/12/6. 
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SEMI - INDIRECT 
BOWLS 


Catalogue No. 8416. 

Diam., I6in. ; Plain, 21/-; Satin, 23/6; Sprayed, 25/6; 
Decorated, 28 6. 


Ask for 
“ Crown ” Meta 
Fittings. 


Catalogue No. 9014. 

Diam., I4in. ; Plain, 17/6 ; Satin, 19 3 ; Sprayed, 22/3 ; 
Decorated, 25/-. 


i Left 

Catalogue No. 4815. 

Diam., I5in. ; Plain, 18 6 ; Satin, 20/6 ; 
Sprayed, 25/- ; Decorated, 27/6. 


From the collections of Sydney Living Museums / Historic Houses Trust of NSW 




LTD. 


SYDNEY 





CAST GLASS BOWLS 

+ + 


Catalogue No. 10214. ••PRISMATIC.” 

Diam., Min. 

PRICE : Relieved Satin, 42 6 ; Decorated, 45 - 


Catalogue No. 9512. “SPRINGBOK.” 

Diam., I2in. 

PRICE : Relieved Satin, 32 6 ; Decorated, 35 • 


Catalogue No. 10814. “ FLEUR.” 

Diam., Min. 

PRICE : Relieved Satin, 42/6 ; Decorated, 45 -. 


Catalogue No. 10614. “ SURF." 

Diam., Min. 

Relieved Satin, 42 6 ; Decorated, 


Catalogue No. 9214. “GONDOLA.” 
Diam., Min. 

PRICE : Relieved Satin, 45 - ; Decorated, 


Catalogue No. 10714. “HYDRANGEA.” 
Diam., Min. 

PRICE : Relieved Satin, 42/6 ; Decorated, 45 ■ 


Illustrating the latest development in Domestic Lighting Bowls manufactured in Beautiful Cast Glass oj High 

Grade Quality. 


Page Thirty-nine 


From the collections of Sydney Living Museums / Historic Houses Trust of NSW 











CROWN 



6 Id :A 


BY CROWN CRYSTAL GLASS CO. LTD. - - - SYDNEY 





Catalogue No. 9714. “SCROLL.” Catalogue No. 9914. 

Diam., I4in. Diam., I4in. 

Plain, 12 9 ; Satin, 14 - ; Sprayed, 16/6 ; Decorated, 17 6. Plain, 16'- ; Satin, 17,6 ; Sprayed, 21 Decorated, 25 - 

All these Bowls are available in a wide range of Colours and Decorative Treatments. 


Catalogue No. 9614. 

Diam., Min. 

Plain, 12 9 ; Satin, 14 - ; Sprayed, 16 6 ; Decorated, 17 6. 


Catalogue No. 9814. “FESTOON." 

Diam., Min. 

Plain, 12 9 ; Satin, 14 - ; Sprayed, 16 6 ; Decorated, 17 6. 


Catalogue No. 8114. 

Diam., Min. 

Plain, 16/- ; Satin, 17 6 ; Sprayed, 21 - ; Decorated, 25 -. 


See Metal Section for 
Prices of 

“ Crown ” Suspensions 


See General Informa- 
tion re Colours 
Available 
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10314 BOWL, Kin. 

Satin or Matt, 19 3 ; Sprayed, 21 - ; 
Decorated, 25/-. 


9412 BOWL, 1 2in. 

Satin or Matt, 14 - ; Sprayed, 16 6; 
Decorated, 19 6. 

or Relieved Feather Etching, 22/6. 


7614 BOWL, Kin. 
Decoration Number, 767. 

Satin or Matt, 14 - ; Sprayed, 16 6; 
Decorated, 17/9. 


9014 BOWL, Kin. 
Decoration Number 1185. 
Satin or Matt, 17/6 ; Sprayed, 20 
Decorated, 25/—. 


8512 BOWL, 1 2in. 
Decoration Number Floral. 

Satin or Matt, 13/9 ; Sprayed, 15 6; 
Decorated, 20/-. 


8416 BOWL, Kin. 
Imitation Alabaster. 

Satin or Matt, 23/6 ; Spraye , 25 
Decorated, 28/6. 
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Cat. No. Diam. Fitter. Plain Satin or Matt. Sprayed. Decorated. 

2914 I4in. I2in. 13 6 14/9 17/6 21 - 



Standard “ Crown ” y Chain Suspensions for these Bonds , 5/6 Per Set. 

The Illustrations show only a few of the Beautiful Artistic Treatments applied to these Bowls in all 





Standard Colours. 




Cat. No. 

Diam. 

Fitter. 


Plain Satin 

or Matt. 

Sprayed 

Decorated. 

3514 

I4in. 

I2in. 


13/6 

14/9 

17/6 

21 - 

M A 

D E 

1 

N 

A U 

S T 

R A L 

1 A 
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Standard “ Crown ” 3 -Chain Suspensions for these Bowls , 5/6 Per Set. 

The shape of these bowls is in keeping with the present demand for “Art Moderne “ furnishing, the surface 
lending itself equally to floral or futuristic treatment to harmonise with any home. 


Cat. No. 

Diam. 

Fitter. 

Plain. 

Satin or Matt. 

Sprayed 

Decorated. 

Etched. 

4712 

1 2in. 

lOin. 

12 3 

13 3 

15/9 

18 - 

21 - 

4714 

I4in. 

1 2in. 

13 6 

14 9 

17 6 

21/- 

25 - 


When Ordering State Catalogue No., Decoration No., and Colour. 
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Prices Given Below are for Glassware Only. 


5714 BOWL. Min. 

Satin or Matt 19 3 each 

Sprayed Colour 21 - ,, 

Decorated . . 25 - 

5814 BOWL. Min. 

Satin or Matt 20 - each 

Decorated 26 6 

Cut 32 6 .. 


5514 BOWL. Min. 
17/3 each 
18 6 .. 

21 - ., 


5614 BOWL, Min. 
17/3 each 
18 6 ,, 

21 /- 


5314 BOWL. Min. 

Satin or Matt .. 1 9 7 3 each 

Sprayed Colour 21/- ,, 

Decorated . . 25 - ,, 


A.11 these Bozvls are wade in a wide range oj Beautiful Colours and Decorative Treat wents. 
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Prices Given Below are 

for Glassware Only. 



Cat. No. 

Description 

Diam. 

Fitter. 

Plain. 

Satin. 

Coloured. 

Decorated 

4507 

Shade 

7in. 

2^ in. 

5 - 

5 6 

7 - 

8 6 

4508 

Acorn 

8in. 

4in. 

8 6 

9/3 

10/9 

12 9 

4510 

Acorn 

lOin. 

Sin. 

15/- 

16 6 

18 6 

21 - 

4512 

Indirect Bowl 

I2in. 

lOin. 

12/6 

13 9 

15/6 

20/- 

45 1 2 x 6 

Enclosed Unit 

I2in. 

6in. 

16 - 

17/6 

20/- 

25 - 

4514 

Indirect Bowl 

I4in. 

1 2in. 

16 - 

17/6 

20 - 

25 - 

4514 x 6 

Enclosed Unit 

Min. 

6in. 

21/- 

23 - 

25 - 

30/- 


MAD 

E 1 

N 

A U S 

T R 

ALIA 
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5914 BOWL. I4in. 

Satin or Matt . . 20 - each 

Sprayed . . . . 23/6 ,, 

Decorated . . . . 26/6 


Opal or Flint Glass Satin Finished 
,, ,, ,, ,, Decorated 


Prices are for Glassware only. 

6216 BOWL, 1 6i n. 

24 9 each 
26/6 „ 

28/6 ,, 

6108 ANTIQUE LANTERN. 


6014 BOWL. I4in. 
17/3 each 
21 /- .. 

22 6 .. 


15/- each 
25 - ,. 


All these lines are made in a wide range of beautiful colours and decorative treatments 


Page Forty-seven 


From the collections of Sydney Living Museums / Historic Houses Trust of NSW 
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C la A 


BY CROWN CRYSTAL GLASS CO. LTD. - - - SYDNEY 



Prices are for Glassware Only. 


4815 BOWL, 1 5in. 


41 10 CEILING 

FITTING. lOin. 

Satin or Matt Finish 

20 6 each 

Plain Opal 

12 - 

Sprayed 

. 25 - ,, 

Satin or Matt 

13 3 

Decorated 

. 27 6 „ 

Decorated 

17 6 

4608 ACORN, 8in. 


4612 BOWL, I2in. 

4614 BOWL, I4in. 

Satin or Matt Finish 

86 each 

1 1 /- each 

14 - each 

Sprayed, 1 or 2 colours 

9 6 

14 - ,. 

16 6 ,, 

,, Multi-Coloured 

, . 10 6 

15/- „ 

17 6 „ 


All these Bowls and Acorns are made in a wide range of Beautiful Colours and Decorative Treatments. 
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CROWN G*I> ASS 

BY CROWN CRYSTAL GLASS CO . LTD. - - - 

SEMI-INDIRECT BOWLS AND ACORNS 



Prices are for Glassware Only. 


Cat. No. 

Description 

Diam. 

Fitter 

Plain 

Satin Finish 

Coloured 

Decorated 

3700 

Acorn 

8in. 

4in. 

8 3 

9 - 

1 1/- 

12 - 

3712 

Indirect Bowl 

I2in. 

lOin. 

10 - 

1 1 - 

14 6 

15/9 

3714 

Indirect Bowl 

I4in. 

1 2in. 

12 9 

14 

16 6 

17/9 

3808 

Acorn 

8in. 

4in. 

8 3 

9 - 

1 1/- 

12/- 

3812 

Indirect Bowl 

I2in. 

lOin. 

10 - 

1 1 - 

14 6 

16 6 

3814 

Indirect Bowl 

I4in. 

I2in. 

12 9 

14 - 

16 6 

19 6 


When Ordering state Catalogue No., 

Finish 

or Colour. 




MADE 

1 N 

A 

U S 

< 

cL 

1- 

L 1 A 
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Prices Given Below are for Glassware Only. 


Cat. No. 

Description. 

Diam. 


Fitter. 

Plain Satin Finish. 

Coloured 

Decorated. 

3608 

Acorn 

8in. 


4in. 

7/9 8 6 

10/6 

12/- 

each 

3612 x 6 

Enclosed Unit 

I2in. 


6in. 

16 - 17/6 

21 - 

22/6 

each 

3614 x 6 

Enclosed Unit 

I4in. 


6in. 

21/- 23 - 

26/3 

28 6 

each 

3612 

Indirect Bowl 

I2in. 


lOin. 

10 - II/- 

14/6 

16 6 

each 

3614 

Indirect Bowl 

Min. 


I2in. 

12/9 14 - 

16 6 

17/9 

each 


When Ordering , 

state 

Catalogue 

No., Finish or Colour. 





MADE 

1 

N 


A U S T R A 

L 1 

A 
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Prices Given Below are for Glassware Only. 


5414. BOWL, Min. .. Plain Opal, 18 6 ; Satin or Matt, 20 3 ; Sprayed, 25 - ; Decorated, 30 

The 5014 Unit embodies simplicity, and efficiency of illumination, and when used with the Hospital Fitting shown 
above makes an ideal lighting fixture for HOSPITALS, KITCHENS, CAFES, and all places where cleanliness is essential, 
the whole fixture being free from ridges or crevices to catch dust and dirt. It is finished in White enamel and Nickel. 
Length of fitting, 36ins. Price, 22 6 each, fitting only. 



Cat. No. 

Diameter. 

Fitter 

Size of Lamp. 

Plain Opal. 

Satin or Matt. 

Etched Dec. 


5012 

I2ins. 

5i ns. 

100 or 150 Watt. 

22 6 

25 3 

32 6 


5014 

Mins. 

6ins. 

150 or 200 ,, 

27 6 

30 3 

37, 6 


5016 

Mins. 

6ins. 

200 or 300 „ 

37 - 

40 9 

47 6 


M 

A D E 

1 

Z 

> 

c 

S T R 

ALIA 

I 
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Cat. No. 
6912 
6914 
6512 
6512 x 6 
6608 
6708 


Prices given below are for Glassware only. 


Diam. 

Fitter 

Satin or Matt 

Sprayed 

1 2in. 

lOin. 

1 1 - 

14 - 

I4in. 

I2in. 

14 - 

16 6 

I2in. 

lOin. 

1 1 - 

14 6 

1 2in. 

6in. 

17 6 

21 - 

8in. 

2]in. 

10 - 

— 

8in. 

4in. 

16 6 

— 


All the lines illustrated may be supplied in Satin or Matt White 
Finishes , also in a Beautiful Range of Colour Treatments. 


Decorated 
15 - 
17/6 
15 6 
25 - 
12/6 
21 - 
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Catalogue No. 806 Decoration 8 • 
6in. x I Jin. 

Plain, 2 - ; S.F. or Matt, 2 3 ; 
Decorated, 4 -. 

FRINGES NOT SUPPLIED. 


Catalogue No. 401 x 2jin. 
Diam., 4in. 

Plain, 2 6 ; Satin, 2/9 ; Sprayed, 3 3; 
Decorated, 4 -. 


Catalogue No. 400 x 2]in. 
Diam., 4-fin. 

Plain, 2 9 ; Satin or Matt, 3 - ; 
Sprayed, 3 6 ; Decorated, 4 -. 


Catalogue No. 405 x I Jin. 
Diam., 6in. 

Plain, 4 6 ; Satin or Matt. 5 
Sprayed, 6 - ; Decorated, 7 


Catalogue No. 700 x I Jit 
Diam., 4.iin. 

Plain, 2 6 ; Satin or Matt, 
Decorated, 3 6. 


Catalogue No. 402 x I Jin. 
Diam., 5in. 

2 9 ; Plain, - ; Satin or Matt, 3/3 ; 

Sprayed, 4 - ; Decorated, 5 -. 


Catalogue No. 706 x 2.f in. 
Diam., 5Jin. 
Decorated, 4 -. 


SUPPLIED 

■Above Shades available in a variety of Decorations and Colours. 


DECORATED ONLY. 


Catalogue No. 404 x IJ. 
Diam., 6in. 

Plain, 4 6 ; Satin or Matt, 5, - ; 
Decorated, 7/-. 


Catalogue No. 3404 x 2] in. 
Diam., 4in. 

Plain, 2 6 ; Satin or Matt, 2/9 
Sprayed, 3/3 ; Decorated, 4 -. 
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Catalogue No. 2309. 

Diam., 9in. ; Fitter. 4in. 

Plain, 7 6 ; Satin, 8 3 ; Sprayed, 10, - ; 
Decorated, 12 6. 


Catalogue No. 800. 
Diam., 6in. ; Fitter, 4in. 
Plain, 3 6 ; Satin, 4 - ; 
Decorated, 6 



Ask for “ Crown ” 
Metal Fit/ inns 



Catalogue No. 900. 

Diam., Min. ; Fitter, 2 j in. 

Plain, 8 6 ; S.F., 9 3 ; Decorated, 116 


Catalogue No. 707. 
Diam., 7in. ; Fitter, 2jin. 
Plain. 4 6 ; Satin, 5 - ; 
Decorated, 6/9. 



i Left 

Catalogue No. 507. 
Diam., 7in. ; Fitter, 3}in. 
Plain, 5 6 ; Satin. 6 - ; 
Decorated, 8 6. 


Right V 

Catalogue No. 1309. 

Diam., 9in. ; Fitter, 4in. 

Plain, 8 - ; Satin, 8/9 ; 
Sprayed, 10/9; Decorated, 13/3. 


Available in a wide range of Decorations and Colours. 



MADE 


AUSTRALIA 
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eROWM 



BY CROWN CRYSTAL GLASS C 


HALL UN 



Catalogue No. 3206. 

Diam., 6in. ; Fitter, 4in. 

Plain, 6 9 ; Satin, 7 6 ; Decorated, 
12 6 . 



Catalogue No. 2510. 

Diam., lOin. ; Fitter, Sin. 

Plain, II 6 ; Satin, 13 6; Sprayed, 
14 6 ; Decorated, 17/6. 



Catalogue No. 3206. 

Diam., 6in. ; Fitter, 4in. 

Plain, 6 9 ; Satin, 7/6 ; Decorated, 
12 6 . 



Catalogue No. 2208. 

Diam., 8in. ; Fitter, 4in. 

Plain, 11/6; Satin, 13/6; Sprayed, 
14 6; Decorated, 17 6. 


These Acorns are ideal for small rooms and halls. Available in a wide range of Colours and Decorations. 


MADE 


AUSTRAL 
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CROWN 



6- lb A 


BY CROWN CRYSTAL GLASS CO 


LTD 


SYDNEY 


SEMI - INDIRECT BOWLS AND ACORNS 




Catalogue No. 3112. 
Diam., I2in. ; Fitter, 8jin. 
Plain, II - ; Satin, 12 - ; Sprayed, 
Decorated, 15 6. 

Catalogue No. 3114. 
Diam., Min. ; Fitter, I2in. 
Plain, 13 9 ; Satin, 15 - ; Sprayed, 
Decorated, 18 6. 


Ask for Crown Metal 
Fittings. Made to suit 
all Crown Glass 
Lightingware. 


Catalogue No. 1910. 
Diam., I2in. ; Fitter, lOin. 
10 — ; Satin, I I - ; Sprayed, 
Decorated, 16 6. 

Catalogue No. 1912. 
Diam., Min. ; Fitter, I2in. 
12 9 ; Satin, M - ; Sprayed, 
Decorated, 19 6. 



These Bowls and Acorns 
are available in a wide 
range of decorations 
and Colours. 



Catalogue No. 3012. 

Diam., I2in. ; Fitter, lOin. 

Plain, 10 - ; Satin, I I - ; Sprayed, 14 6 ; 
Decorated, 16 6. 

Catalogue No. 3014. 

Diam., Min. ; Fitter, I2in. 

Plain, 12 9 ; Satin, 14 - ; Sprayed, 16 6 ; 
Decorated, 19 6. 

i Left 

Catalogue No. 2806. 

Diam., 6in. ; Fitter, 4in. 

Plain, 6 3 ; Satin, 7 - ; Decorated, 9 -. 
Catalogue No. 2808. 

Diam., 8in. ; Fitter, 4in. 

Plain, II,-; Satin, 1 2 ; Decorated, 15 -. 

Right ► 

Catalogue No. 2706. 

Diam., 6in. ; Fitter, 4in. 

Plain, 6 3 ; Satin, 7 - ; Decorated, 9 -. 
Catalogue No. 2708. 

Diam., 8in. ; Fitter, 4in. 

Plain, II,-; Satin, 12 /- ; Decorated, 15 -. 

All Prices for Glassware Only. 
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Catalogue No. 8108. 
Diam., 8in. x l£in. 
Plain, 7 6 ; Satin, 8 3 ; 
Decorated, 10 -. 


Ask for Crown Metal 
Fittings for use with 
this Glassware. 


Catalogue No. 8008. 
Diam., 8in. x 2jin. or l£ 
Plain, 7/6 ; Satin, 8 3 ; 
Decorated, 10/-. 


Available in 
Range of 


Catalogue No. 7708. 
Diam., 8in. ; Fitter, 4in. 
Plain, 7/9 ; Satin, 8 6 ; 
Sprayed, 10 6 ; 
Decorated, 12 6. 


Catalogue No. 7908. 
Diam., 8in. x l^in. 
Plain, 7/6 ; Satin, 8 3 ; 
Decorated, 10/-. 


Catalogue No. 6805. 
Diam., 5in. ; Fitter, 3in. 
Satin, 4 6 ; Coloured, 6 - 


All Prices for Glassware Only. 
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Prices Given Below are for Glassware Only. 


Plain Opal 
Satin or Matt 
Decorated 


701, 702, 703 
BELL SHADES 
6in. x I Jin. 
5/6 each 
6 /- „ 

7 - .. 


809 

BEAD TOP 
9in. x 2Jin. 
6 - each 
6 6 ,. 

9 - „ 


4408 

ENCLOSED UNIT 
Diam. 8in. Fitter 4in. 
9 - each 
10 /- „ 

12 6 „ 


All these Shades are wade in a very wide range of Attractive Decorations and Colours. 
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2410 


NDIRECT BOWLS AND 
ACORN S = 

For Domestic Fighting 


CROWN 


©- lb A 


INDIRECT BOWLS 
2010— I2in. 

Plain, 10 ; Satin or Matt, II ; Coloured, 14 6 

Decorated, IS 9 
2012— Kin. 

Plain, 12 9; Satin or Matt, 14 ; Coloured, 16 6 

Decorated, 17 9 



INDIRECT BOWLS 



INDIRECT BOWLS 

1 810— I2in. 


Plain, 10 ; 

3412— I2in. 

S.F. or Matt, II/-; Coloured, 14 6 
Decorated, 15 9 

Plain, 

10/ - ; 

S.F. or Matt, 1 1 ; 

Decorated, 15 9 
1812— Kin. 

Alabaster or 

Plain, I2 7 9 ; 

3414 — Kin. 

S.F. or Matt. 14 ; Coloured, 16 6 

Decorated, 17/9 

Plain, 

12 9 ; 

S.F. or Matt, 14 ; 

Decorated, 17/9 

Alabaster or 


ACORN. 

Diam., 8in. ; Fitter. 4in. 

Plain, 7/9; Satin or Matt, 8/6; Coloured, 10/6 


ACORN. 

Diam., lOin. ; Fitter, 6in. 

Plain, 116; Satin or Matt, 13 6; Sprayed, 14/6; 
Decorated, 17 6 
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LTD. 


SYDNEY 


GROWN SUP G 

BY CROWN CRYSTAL GLASS CO. 



DOMESTIC LIGHTING 


The Prices do not include Metal Fittings. 

These Coloured Illustrations are intended as a guide to buyers when ordering CROWN GLASS. 


Cat. No. 1712 
Dec. No. 2a Mosaic 


Cat. No. 1910 
Dec. No. 13 Mauve 


l c ^I2in. Enclosed Unit 
I2in. Ind irect Bowl 


Cat. No. 1712 
Dec. No. 76 Brown 


Cat. No. 1910 
Dec. No. 16 Pink 


There is a Crown Glass Unit for every Point. 
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LTD. 


SYDNEY 


(BROWN G 

BY CROWN CRYSTAL GLASS CO. 

DOMESTIC LIGHTING 


This page is intended to demonstrate the colour treatments obtainable in CROWN GLASS. Any of the Lines shown 
in this Catalogue can be obtained in similarly attractive colours. The Prices are for Glassware only. 



Cat. No. 2208 
Dec. No. 22 


j>8in. Hall Unit 


17 6 


Cat. No. 2808 
Dec. No. 75 Pink 


^•8in. Acorn 


Cat. No. 3012 
Dec. No. 103 


I2in. Indi rect Bowl 


217- 


Cat. No. 1309 
Dec. No. 64 


Blue 


> 


9in. Acorn 


13 3 


Cat. No. 2510 
Dec. No. 28 Tango 


lOin. Acorn 


15 - 


17 6 


MADE IN AUSTRALIA 
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eio wm 


© Id A. 


BY CROWN CRYSTAL GLASS CO 


LTD 


LIGHTING 
FIXTU RES 
FOR ALL 
PURPOSES 


Special designs sub- 
mitted to suit unusual 
surroundings. 


Enquiries solicited for 
every kind of lighting 
glassware. 



Here is an example of a CROWN GLASS Lighting Fixture. The main Opal Glass unit shown above is 29 nches in 
diameter. Few, if any, larger one piece opal units will be found anywhere in the world. For lighting efficiency, 
beauty of design and harmonious colour treatment, this fitting would be difficult to surpass. The overall dimensions 
are— Height, 8ft. Diameter, 3ft. 6in. 
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SYDNEY 


CJR0WW fi t A S I 

BY CROWN CRYSTAL GLASS CO. LTD. - - 


DECORATIVE 

ENCLOSED 

UNIT 

No. 33 16 


The Meial Fittings 
illustrated with this Unit 
are 

“CROWN BRAND" 
and comprise 
6 4 i n . 2-piece Deep Gallery 
36in. Heavy Chain 

4A in. Ceiling Canopy 


PRICE : 

In Oxydised Copper 
or Florentine Bronze, 

I I - Per Set. 

Also manufactured as a 
Semi Indirect Bowl. 
Catalogue No. 3316, Bowl 
Plain, 22 6 ; S.F., 25/- ; 
Sprayed, 27/6 ; Decor- 
ated, 30 -. 


This attractive lighting unit has been made to satisfy the demand for the ornamental fixture combining attractive 
and dignified design with efficient illumination. It is especially suitable for use in stores, large offices, banks, etc. 

Cat. No. Diam. Fitter Size of Lamp Price Plain Satin Finish Sprayed 

3316 I6in. 6in. 200 to 500 watt. 39 6 43/6 47/6 

These Prices are for Glassware Only. 


MADE IN AUSTRALIA 
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CROWN © t 

BY CROWN CRYSTAL GLASS CO. LTD 



THE 

GOTHIC UNIT 

No. 5212 


This unit has been designed specially for use in buildings of the Gothic style of architecture. It is particularly suit- 
able for church lighting, its shape providing the maximum illumination over a wide area. 


Cat. No. 

Diam. 

Fitter 

Size of Lamp 

Price Plain 

Satin 

Decorated 

Etched 

5210 

lOin. 

4in. or 5in. 

100 or 1 50 watt. . . 

22/6 

25/3 

27 6 

32/6 

5212 

I2in. 

6in. 

200 to 500 watt. . . 

37/6 

41/3 

44 - 

47 6 


The Above Prices are for Glassware Only. 

“ Crown Metal Fittings •” as Illustrated in Oxy. Copper or Flor. Bronze, 13/- Per Set. 
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CROWN 


© Is A. 


BY CROWN CRYSTAL GLASS CO. LTD 


SYDNEY 


THE 

EXTRALITE 

UNIT 

No. 6414 


The Metal Fittings 
illustrated with this Unit 
are 

“CROWN BRAND” 
and comprise 

6|in. Pat. Adjustable 
Gallery 

36in. Heavy Chain 
4iin. Ceiling Canopy 


PRICE : 

In Oxydised Copper 
or Florentine Bronze, 
13/- Per Set. 



This unit loses none of its efficiency on account of the ornamental design, which will blend with any surroundings. 
It is particularly suitable for the lighting of shops, stores, and offices. 


Cat. No. 
6414 


Size of Lamp 
100 to 300 watt. 


These Prices are for Glassware Only. Ask for “ Crown Metal Fittings.” 


MADE 


AUSTRALIA 
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BY CROWN CRYSTAL GLASS CO. LTD. - - - SYDNEY 


COMMERCIAL 

LIGHTING 


The Metal Fittings 
illustrated are 
"CROWN BRAND" 
and comprise 

6^ in. 2 -piece Deep 
Gallery 

3 6 i n. Heavy Chain 
4 |in. Ceiling Canopy 


PRICE : 

In Oxydised Copper 
or Florentine Bronze, 
II/- Per Set. 


The efficient design of this extremely graceful unit ensures an even distribution of softly diffused light over a wide 
area, making it eminently suitable for installations in large stores and offices. 


Number 

Diameter 

Fitter 

Size of Lamp 

Plain 

Satin 

Etched 

2110 

lOin. 

4in. 

60 to 100 watt. 

12/6 

13/9 

_ 

21 12 

I2in. 

6in. 

100 or 150 watt. 

20 - 

22/- 

30 - 

21 14 

I4in. 

6in. 

150 or 200 watt. 

25/- 

27/6 

35/- 

21 16 

I6in. 

6in. 

200 or 300 watt. 

32 6 

35/9 

42 6 


Prices are for Glassware Only. Ask for “ Crown Aletal Fittings .” 

These units are also made in Daylight ” Glass at 25 % on the above prices. 

If holes for tassels are required add 2/6 to prices of nin., and 3/- for \/\in. and i 6 in. 


MADE IN AUSTRALIA 
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CROWN e Id * 

BY CROWN CRYSTAL GLASS CO. LTD 


COMMERCIAL 

LIGHTING 


The Metal Suspension 
shown is 

“CROWN BRAND” 
comprising 

6|in. 2-piece Gallery 
36in. Heavy Chain 
4|in. Ceiling Canopy 


PRICE : 

In Oxydised Copper 
or Florentine Bronze, 
I I - Per Set. 



No. 1716. 

This is one of the best plain units for general lighting and is specially suited for offices and shops. 


Number 

Diam. 

Fitter 

Size of Lamp 

Price Plain 

Satin 

Decorated 

Etched 

1708 

8iin. 

4in. 

60 watt. . . 

8/6 

9/3 

10/- 



1710 

lOin. 

4 or 6in. 

75 or 100 watt. . . 

12- 

13/3 

15/9 



1712 

1 2in. 

4 or 6in. 

100 or 150 watt. . . 

16 - 

17/6 

21 - 

25 6 

1714 

I4in. 

6in. 

1 50 or 200 watt. . . 

20 - 

22 - 

27 6 

30 - 

1716 

I6in. 

6in. 

200 or 300 watt. . . 

27 6 

30/3 

35/- 

39 6 


These Prices are for Glassware Only. 
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C HR, 0 W M SS53 0 Id 4 

BY CROWN CRYSTAL GLASS CO. LTD 


COMMERCIAL 

LIGHTING 


The Metal Fittings 
illustrated with this Unit 
are 

“CROWN BRAND" 
and comprise 

6£in. 2-piece Deep 

Gallery 

36in. Heavy Chain 
4|in. Ceiling Canopy 


PRICE : 

In Oxydised Copper 

or Florentine Bronze, 
1 1 /- Per Set. 



The lighting characteristics of this unit are similar to Crown Unit 21 16, but the design is a little more decorative, 
and is particularly suitable for use in small installations. 


Number 

Diam. 

Fitter 

Size of Lamp 

Price Plain 

Satin 

Decorated 

1112 

1 2in. 

6in. 

100 or 150 watt. 

166 each 

18/3 

24/- 

1114 

I4in. 

6in. 

150 or 200 watt. 

20/- „ 

22/- 

27/6 

1116 

I6in. 

6in. 

200 or 300 watt. 

27/6 „ 

30/3 

35/- 


The Above Prices are for Glassware Only. 


MADE 


AUSTRAL 


Page Seventy-one 


From the collections of Sydney Living Museums / Historic Houses Trust of NSW 




Page Seventy-two 


From the collections of Sydney Living Museums / Historic Houses Trust of NSW 



SYDNEY 


CROWN 



BY CROWN CRYSTAL GLASS CO 


COMMERCIAL UNITS 

Right ► 

Catalogue No. 6310. 

Diam., lOin. ; Fitter, 4in. Size of Lamp, 75 or 100 Watt. 
PRICE, Plain, 12 6 ; S.F., 13/9 ; Etched, 22 6. 
Catalogue No. 6312. 

Diam., I2in. ; Fitter, 6in. Size of Lamp, 100 or 150 Watt. 
PRICE, Plain, 20 - ; S.F., 22 - ; Etched, 30/-. 
Catalogue No. 6314. 

Diam., I4in. ; Fitter, 6in. Size of Lamp, 1 50 or 200 Watt. 
PRICE. Plain, 25 - ; S.F., 27 6 ; Etched, 37 6. 



This unit features a removable bottom cap which, not only 
improves its general efficiency but facilitates cleaning and 
re-lamping. 

Catalogue No. 8714. 

Diam., I4in ; Fitter, 6in. 

Size of Lamp, 150 or 200 Watt. 

PRICE, 35/- ; S.F. 38/6. 

Prices for Glassware Only. 



Catalogue No. 7312. 

Diam., I2in. ; Fitter, 4in. 

Size of Lamp, 100 or 1 50 Watt. 

PRICE, Plain Opal, 20/- ; S.F.,22/-. Price, with 
Loose Bottom Cap, Plain Opal, 23/6 ; S.F., 25/9. 
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Prices are for Glassware Only. 


Cat. No. Diam. 

Fitter 

Plain 

Satin 

Etched 

5012 I2in. 

5in. 

22/6 

25 3 

32/6 

5014 Min. 

6in. 

27 6 

30 3 

37 6 

5016 I6in. 

6in. 

37 - 

40/- 

47 6 

4912 I2in. 

5in. 

20 - 

22/- 

29 6 

4914 Min. 

6in. 

25 - 

27 6 

35- 


Ask for “ Crown Metal Fittings 


Cat. No. 

Diam. 

Fitter 

Plain 

Satin 

Etched 

4916 

Min. 

6in. 

32/6 

35/9 

42/6 

5112 

I2in. 

6in. 

22 6 

25/3 

32 6 

51 14 

Min. 

6in. 

27 6 

30/3 

37/6 

5116 

Min. 

6in. 

37/- 

40/9 

47 6 


Any of these Units may also be supplied in Daylight Glass at 25 % on the above prices. 


MADE IN AUSTRALIA 
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— PHOTOMETRIC CURVE: SHEET - 
- CROWN CRYSTAL GLASS Co. - SYDNEV- 
-AUSTRAY” I50W. FLOOD SPOTLIGHT REFLECTOR — 


CURV E MET If 710 


“Austra/" Silvered Reflectors 


CffM/V Ctf/STM CLASS C‘ L” 
o/sT/umm cwtrs or looteurr/wre rrr y 

V t/Cf/T/HC /?£ Ft ECTOR 


CROWN CRYSTAL CLASS Co L?> 

D/s TR/Bur/o/v or 200 w /ntfns/v, f rrp£ 

WWDOW l/CRT/NC REFLECTOR 


Austray 150 200 W. Intensive Silvered Reflector. 

Complete with gallery, 22/6. 

Austray 75/100 W. Intensive Silvered Reflector. 
Complete with gallery, 16/6. 

For High Shallow Windows. 


Austray 150/200 W. Extensive Silvered Reflector. 

Complete with gallery, 22/6. 

Austray 75 100 W. Extensive Silvered Reflector. 
Complete with gallery, 16/6. 

For use in Deep Windows. 


On a pure metallic silver base 
is superimposed two coatings 
of copper and lead, these 
being finished in satin silver. 
This guarantees long life and 
lasting efficiency. 


FLOOD SPOT. \ 


Austray 150/200 W. Flood Spotlight Silvered 
Reflector. Glass only, 32/6. 

With adjustable swivel gallery, 47/6. 


When ordering please specify si%e of lamp to he used in order that we may supply the correctly focussed gallery. 
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CROWN CIA_ 

BY CROWN CRYSTAL GLASS CO. LTD. - - - SYDNEY 


ART MODERNE CUBE 
LIGHTING FIXTURES 



M49. I Light Ceiling Fitting. 
Height, 8in ; Cube, 6in. x 6in. 
PRICE, Chrome Plated, £2/15/-. 


MADE 


Right ^ 

M48. 2 Cube. 
Length, 37in. ; 
Width, I8in. ; 
Cubes, 6in. x 6in. 
PRICE, 

C.P.. £4 17 6. 


i i 

to to 



Right ^ 


M47. I Cube. 

Length, 37in. Width, 6in. 
Cube, 6in. x 6in. 

PRICE, £2/19/6 C.P. 


4 Left 

M30. 3 Cube Suspension. 

Length, 34in. ; Width, 21 Jin.; Cubes, 6in. x 6in. 
PRICE, C.P., £6/7/6. 


AUSTRALIA 
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CRO WM 


© Id :A. 


BY CROWN CRYSTAL GLASS CO 


LTD. 


MODERN UNITS 

Featuring Prismatic Glass Removable Caps 



Catalogue No. 10514. 

Diam., I4in. ; Length, I3in. ; Fitter, 6in. 
Lamp Size, 150 to 200 Watt. 
PRICE, Plain Opal, with Cap, 35/-. 


Below 

Catalogue No. 10912. 

Diam., I2in. ; Length, I4in. ; Fitter, 4in. 
Lamp Size, 150 to 200 Watt. 
PRICE, with Cap, 32/6. 




Catalogue No. 10514. 
Diam., I4in. ; Length, I3in. ; 
Fitter, 6in. 

Lamp Size, 150 to 200 Watt. 
PRICE, without Cap, 27/6. 
Below 

Catalogue No. 10410. 
Diam., lOin. ; Length, 1 2^ in. ; 
Fitter, 4in. 

Lamp Size, 100 or 150 Watt. 
PRICE, with Cap, 27/6. 
Catalogue No. 10408. 
Diam., 8in. ; Length, lOin. ; 
Fitter, 4in. 

Lamp Size, 75 Watt. 
PRICE, without Cap, 15/-. 


Catalogue No. 1 1008. 
Diam., 8in. ; 
Length, 9in. ; 
Fitter, 4in. 

Lamp Size, 75 Watt. 
PRICE. 15/-. Plain Opal. 


The New Vogue in 
Modern Units favoured 
where High Efficiency 
coupled with Beauty 
is required. 
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6- Is A 


BY CROWN CRYSTAL GLASS CO. LTD. - - - 








CENTRE SECTION OF SHOP WINDOW VALANCE. 

In a process combining light embossing, reverse etching and striking fused Ceramic 
colourings. We shall be pleased to supply full particulars on application. 


ART IN COMMERCIAL ADVERTISING. 
Deep embossed panels for edge illuminated signs. 


Examples of DEEP GRAVE — REVERSE ETCHING 

Suitable for Panel Lighting and Window Valances 


“ FLORAL.” 

Jin. Glass with Deep Triple 
Grave Design. 


“ SEA HORSE. 1 
Jin. Glass deeply embossed. 


Examples of Fused Ceramic Designs in a variety of Beautiful Colour Tonings , used in the latest develop- 
ment of Panel, Ceiling, Pillar and Illuminated Floor Fighting. 
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CROWN G L) A S $ 


BY CROWN CRYSTAL GLASS CO. LTD. 




Catalogue No. 1716. Catalogue No. 4916. 

EXAMPLES OF MONOGRAMED HOUSE UNITS. 

Prices on application. 


Heat-Resisting Glasses for 
Floodlight Lenses, made 
of Crown “ Heatx” Glass. 
Prices on Application. 


Blown 

Flint Oyster or 

Bulkhead Glass 

Diam. 

x Depth. 

Price 

7in. 

x 2in. 

2/6 ea. 

7jin. 

x 2fin. 

2/6 „ 

8jin. 

x 1 fin. 

.. 3 - ,. 

9Jin. 

x 2 Jin. 

5/6 „ 

lOJin. 

x 2|in. 

8 6 „ 

I2in. 

x 4Jin. 

.. 11/6 „ 

I2jin. 

x 4Jin. 

. . 12/6 „ 


Blown Flint Well Glasses. 


We manufacture many si^es of Well and Oyster Glasses other than those listed. 
Prices and particulars on application. 


Leclanche Jars. 

No. I, 3 Pint, 1/9 each. 
No. 2, 2 Pint, 1/3 each. 


Depth 

x Lip 

Price 

6Jin. 

x 3Jin. 

2/- ea. 

7iin. 

x 3Jin. 

2/3 „ 

6.1in. 

x 4in. 

2/6 

8 in. 

x 4 Jin. 

3/9 ., 

8in. 

x 5|in. 

4,6 ., 

9-Jin. 

x 7in. 

8 '6 .. 

lOin. 

x 8in. 

10/6 „ 

6in. y 

3 Jin. Screwed 

6/6 „ 


Conical Opal Shades. 

Diam. Price 

8in. x I Jin. . . 8d. ea. 

9in. x I Jin. . . 9d. ,, 
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SYDNEY 


CROWN SSif C R A S I 


BY CROWN CRYSTAL GLASS CO. LTD. - 



SHADES AND BRACKETS 

For Hospitals, 

Bathrooms, Etc 


Catalogue No. 7404. With Backplate. 

Projection, 8-fin. ; Width, 4£in. 
PRICE, complete with Metal Backplate 
Plain, 12 6 ; Satin Finish, 13 - ; 
Coloured, 14/3. 


Ask for “Crown** 
Metal Fittings 


Catalogue No. 7806. All Glass Bracket. 
Projection, 8fin. ; Width, 5fin. 
PRICE, complete with Backplate. 
Plain, 16/9 ; Satin Finish, 17 6 ; 
Coloured, 21 -. 


4 Left 

Catalogue AM. I9in. x 6in. 
Sphere. 

PRICE, complete with gallery 
and Stem. 

Plain Opal, 8 6. 
Coloured, 10 

Also supplied in 8in., I0in., 
I2in., and I4in. 

Prices on application. 


Catalogue No. 4006. Cube. 
Projection, lljin. ; Cube Size, 6in. x 6in. 
Fitter, 4fin. 

PRICE, complete with Mission Bracket. 
Plain, 26 6 ; Satin Finish, 28 - ; 
Coloured, 31 6. 


Catalogue No. 1605. Tile Pattern. 
Projection, 9fin. ; Shade Diam., 4fin. 
PRICE, complete with Mission Bracket. 
Plain, 16 6 ; Satin Finish, 16 9 ; 
Coloured, 17/6. 
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CROWN e R 

BY CROWN CRYSTAL GLASS CO. LTD 


OPAL BALLS AND UNITS 

For Kitchens, 
bathrooms, Etc. 



4 Left 

Catalogue No. 1210. 
Kitchen Unit. 

Diam., lOin. ; Fitter, 6in. 
Opal, 10 - ; 

Satin Finish, 1 1 - ; 
Decorated, 13/6. 


Use “Crown” Metal Fittings 
for this Glassware. 

See Metalware Section 
for Prices. 



Catalogue No. 7512. 
Lunalite Unit. 
Opalescent and Clear 
Treatment or 3 Ply 
Cased Opal. 
Diam., I2in. ; 
Fitter, 5in. or 6in. 
Plain, 20 - ; 
Satin, 22/- ; 
Decorated, 25/-. 



RIBBED BALLS. 



Cat. 

No. 

Diam. 

Fitter 

Opal 

S.F. 

Col. 

206 

6in. 

3in. 

3/9 

4/- 

5 - 

208 

8in. 

4in. 

8 6 

9/3 

10 6 

210 

lOin. 

5in. 

15/- 

16 6 

21 - 

212 

I2in. 

6in. 

25- 

27/6 

33/6 


Below 

Catalogue No. 1609. 
Bathroom Unit, with Tiled Effect. 

Diam., 9in. ; Fitter, 4in. 
PRICE, Opal, 10/- ; S.F., II/- ; 
Coloured, 13/6. 



MADE 


AUSTRALIA 
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e r 0 w m 


6 Is A. 


BY CROWN CRYSTAL GLASS CO. LTD. - • - 

METALWARE SECTION 

"Crown” Metal Fittings 

Price List 

Standard finishes— Florentine Bronze and Oxy Copper. Prices on application for nickel, chrome, oxy silver, silver 

polished or brushed brass, etc. 


GALLERIES 


TYPE A. 
TYPE B. 
TYPE C. 
TYPE D. 

TYPE E. 
TYPE F. 
TYPE G. 
TYPE H. 

TYPE I. 


2£ 

One piece shallow lOd. 
One piece deep 
Two piece deep. . 
Shallow adj. with 
hook . . 

Deep adj. with hook 
Focussing with hook 
De Luxe with hook 
Spherical with hook 
and stem 
Cast watertight. . 


5 6 
4 - 


41 

5 £ 

6£ 

each. 

2/- 

3 - 

3/9 

2/6 

3 6 

4/3 

4/3 

5 - 

5/6 

4/- 

5 - 

5/9 


6 6 

8/- 

II/- 

7/6 

91 - 

10 - 

6 - 

7/- 

8/- 

5/- 

6/- 

7/- 


FLANGES 

31' 4{" 5-J" 61' 8" 10' 12" 14" 16" 

Each. 

Standard 3/6 4/- 4/9 6/- 10/6 15 - 18 6 24 - 32/- 

Light 3/3 3/6 4/6 5/6 

Deep 

Waisted 6 6 7/6 9/6 13/- 

Hinged - 16/6 18/6 25/- 37/6 42/- 


CHAIN SUSPENSIONS 

THREE CHAIN 


CANOPIES 





Single Hook. 

Three Hook 

TYPE 

1. 

3in. Shallow 

.. 1/10 

I/ll each 

1 YPE 

2. 

3in. Deep 

. . 2/3 

2/3 „ 

TYPE 

3 . 

4^ in. Deep 

.. 2/6 

— 

TYPE 

4. 

3in. Coverall . . 

. . 2/3 

2/3 „ 

1 YPE 

5. 

5in. De Luxe 

. . 4 6 


TYPE 

6. 

6in. Plain 

. . 5/6 

5/6 „ 

TYPE 

7. 

6in. Embossed 

. . 7 6 

7/6 

TYPE 

8. 

3£in. M. 

.. 2- 


TYPE 

9. 

4£in. M. 

. . 2/9 



TYPE 

10. 

3fin. A M. 

. . 3/3 



TYPE 

II. 

5£in. 

. . 5/- 


1 YPE 

12. 

4|in. M. with loop 

. . 5 6 

7 - .. 

TYPE 

13. 

5£in. Spherical 

.. 3/- 



No. I Set comprising 3in. Shallow Canopy 
and Bowl Clips 

No. IX Set comprising 3in. Shallow Canopy 
and Bowl Studs 

No. 2 Set comprising 3in. Deep Canopy and 
Bowl Clips 

No. 2 Spec. Set comprising 3in. Shallow 
Canopy and Bowl Clips 

No. 2X Spec. Set comprising 3in. Shallow 
Canopy and Bowl Studs 

No. 4 Spec. Set comprising 3in. Coverall 
Canopy and Bowl Clips 

No. 4 Spec. Set comprising 3in. Coverall 
Canopy and Clips 

No. 4X Spec. Set comprising 3in. Coverall 
Canopy and Studs 


SINGLE CHAIN. 


4 - per set 

5 - per set 
5/6 per set 
4 6 per set 
6/6 per set 
5/6 per set 
4/6 per set 

6 6 per set 


First number indicates size of glassware. 
Letter indicates type of gallery. 
Last number indicates type of canopy. 


SUNDRIES 


Chain — O.C. F.B. or B.B. 

9d. yard 

Bowl Clips — pressed 

4d. each 

Hooks and Lockouts fin. or fin. male 

1/- each 

» » >> .. female . . 

1 /3 each 

Loops 

1/6 each 

Bowl Studs 

1/- each 

Tassels, pressed, large 

4/- each 

Bases for Advertising Globes 4£in. 

Brackets 9in. Mission with holder and 2fin. 

10/- each 

Gallery 

13/- each 


No. 3AI Set Standard 
No. 4AI .. 

No. 5BI „ 

No. 6BI „ 

No. 6C3 „ 

No. 6E3 Set adjustable 
No. 6G5 De Luxe 
No. 6F5 Focussing 
Special 3 chain Sets with 4£in. Galleries 

.. » 5£i 

.. 6£in. 

Backplate for 7404 scoop shades with wood 
block 


5/6 each 
5/11 
7/6 
9/6 
II/- 
13 - 
15/6 
16 6 
7/- 
7/6 
8, - 


Prices for any special fittings will be submitted on application. 
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CROWN 


O R 2^ 


BY CROWN CRYSTAL GLASS CO. LTD. 





CROWN” METAL FITTINGS 

For use with Crown Glassware 


Type No. 9. 
I Hook. 
Diam. 4^iri. 


Type No. 10. 
I Hook. 
D ! am. 3 Jin. 


6£in. Suspension with Lamp 
Focussing Attachment 
With Type 5 De Luxe Canopy. 


Suspension and Ball with 
Spherical Gallery and Type 13 
Canopy. 


6Jin. Patent Adjustable 
De Luxe Suspension with 
Type 3 Canopy. 


6in. Embossed Canopy. 


6J^in. I Piece Deep Gallery 
with Hook. 


Type II. I Hook. 
Diam. 5iin. 


We shall be pleased to quote for any type of spun metalware. 

MADE IN AUSTRALIA 


Type No. 12. 

I Hook and 4 Hook. 
Diam. 4iin. 


Type No. 14. 
I Hook with 
Crowsfoot. 
Diam. 4Jin. 
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